ROITt MICH 


This is the oldest mill m Greenfield Village, 
and one of the oldest in the United States to 
be preserved. It was brought to the village 
from Cape Cod, and presented to Mr. Henry 
Ford and Mr. Edsel B. Ford by the Ford 
dealers of America. Now restored to its 
original state, the mill was erected in 1633 
near Barnstable on the north side of Cape 
Cod for the purpose of grinding corn. 
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257 — Cape Cod Windmill, 
Greenfield Village, Dearborn, Michigan 




